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THE WORTHINGTON HIGH OUTY PUMPING ENGINE RECEIVED THE ONLY GRAND PRIZE AWARDED AT THE PARIS EXPOSITION OF 1060 

TO ANY STEAM PUMPING MACHINERY EXHIBIT. 


Worthington Pumping Engine 

LONDON. 
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E. D. Leavitt, 

CONSULTING ENGINEER. 
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April 11th., 


MAIN OFFICE - . 

145 Broadway, New York. 

BRANCH OFFICES 
BOSTON 

PH I LADELPH IA 
CH ICAGO 
ST. LOUIS 
SAN FRANCISCO 
ST. PAU L. 



CTH 


Col. 0. C. Bobyshell, 


Supt. U. S. Mint, 


Philadelphia. 


Dear Sir: 


Replying to your favor of the 5th. inst. covering speci¬ 
fications for 6x4x6 Worthington pump with the necessary pipes 

fittings to leave the work in a complete and workmanlike manner 

Dollars 

For the net sum of Five hundred and seventeen.and sixty 
cents ($517.60.) we will perform the work as covered by specifica* 
tions above referred to. 

Awaiting your further favors, and hoping that we may be 
favored with the order for the pump that is required. We remain. 

Yours very truly, 

c ■ ■ ; Henry R. Wo? 


(Per 
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Henry R. Worthington 
Branch Office 
607 Arch Street 
Philadelphia, Pa. 

April 11, 1890. CTH 

Col. O.C. Bobyshell [sic], 

Supt. U.S. Mint, 

Philadelphia. 

Dear Sir: 

Replying to your favor of the 5th. inst. covering specifications for 6x4x6 Worthington 
pump with the necessary pipes and fitting to leave the work in a complete and workmanlike 
manner. 

For the net sum of Five hundred and seventeen dollars and sixty cents ($517.60.) we will 
perform the work as covered by specifications above referred to. 

Awaiting your further favors, and hoping that we may be favored with the order for the 
pump that is required, We remain, 

Yours very truly, 

Henry R. Worthington, 

Per Chas. Henry 



